

LARCOLITE IS WASHABLE 



LARCOLITE COVERS WALLPAPER 
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LARCOLITE 
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ANTIQUE IVORY 



LIGHT IVORY 

Dries in one hour after applic 



I Washable Wall Finish 




YELLOW 



WARM GRAY 




ation — Also made in white 




WASHABLE WALL FINISH 

Dries in J hour 



This modern synthetic finish will cover in 
one coat, most any surface —wallpaper, 
painted or new plaster, building tile, brick, 
wallboard or cement. It brushes swiftly 
and easily, and dries in one hour. It has 
no offensive odor, and a whole room may 
be done and put in use in no time. 

LARCOLITE is economical. It comes ready 
for use and one gallon will cover 500 to 
600 square feet. It may be applied directly 
over calcimine, casein or resin emulsion 
paints. 
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Larcolite 



1-HOUR DRY WASHABLE WALL FINISH 

THE MODERN IDEAL 
FINISH FOR WALLS, CEILINGS 
AND WALLPAPER 

• 

LARCOLITE HAS THESE ADVANTAGES: 

1. It is easy to apply. 

2. It has no objectionable paint odor. 

3. It requires no undercoat. 

4. It is readily washable with soap and 
water. 

5. It dries in one hour. 

G. It dries to an even, velvet flat finish. 

7. It is very economical. One gallon will 
cover 500 to 600 square feet. 

8. It covers in one coat over practically 
any surface, including wallpaper. 

9. It may be applied over calcimine. 

10. It may be applied by brush or applica- 
tor, and tinted with oil colors. 



Larcolite 



WASHABLE WA" FINISH 

"Dries in 



COLOR is the key to better living. 
Through its conect use a home or 
office may become a delightful place 
in which to live or work. We have 
selected these colors of LARCOLITE 
with considerable care. They will 
produce a soft pleasing background 
to other furnishings in a room. 

If you wish further help or 
suggestions on Color 
Selection, just write to 

"The Old Painter;* 
c/o Carpenter- Morton Company, 
77 Sudbury St., 
Boston, Massachusetts. 
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